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Installation Instructions 


TM 


Rev- A-Shelf Wood Classic Wicker Baskets come with 
two inch rails that can be cut down to your desired width. 

Due to various applications, fasteners are not included. 

If you have any questions feel free to call our Customer Service 
Specialists at 800-626-1126. 
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Wicker basket Dimensions: 
Part#4WB-15 

1 1-1/4" W x 7-3/8" H x 21-1/4" D 
Part#4WB-18 

14-1/4" W x 7-3/8" H x 21-1/4" D 
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Other Rev-A-Shelf 
Wood Classics! 



4WC-15DM-1 



4200 Series 



4472 Series 


